Holocaust faked pictures 

fbackl Holocaust revisionism 
See photos: Aerial Auschwitz Belsen Belzec Buchenwald Dachau Propaganda 
Little Boy Photo Fraud 
A Closer look at a German "Atrocity Photo" 




LEFT: Original photo published in The 
Auschwitz Album (New York: Random 
House, 1981), p. 126 (photo 183). It 
shows Hungarian Jews shortly after their 
arrival at Auschwitz. 



RIGHT: In 1997 the Simon 
Wiesenthal Center (SWC) posted the 
same photo on its Website captioned: 
"As these prisoners were being 
processed for slave labor, many of 
their friends and families were being 
gassed and burned in the ovens in the 
crematoria. The smoke can be seen 
in the background." It is dated "June 
0, [sic] 1944." 




The smoke is faked. It's been 
airbrushed in. There is no smoke to 
be seen in any Allied photo taken of 
Auschwitz -Birkenau during 1944. It 
is well known that crematoria do not 
emit such smoke. In this ludicrous 
and fraudulent artwork the "smoke" 
appears to be coming from a fence 
post. 

After this fakery was exposed on 

the Web, the SWC cut the ONE 
LINE in its caption referring to 
"smoke," and the altered photo was 
replaced with the original. 

http://www.codoh.com/revision.html 
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Door on the alleged gas chamber German ad for gas resistant door used in the many 

at the Madjanek camp. shelters tor air- raid and gas attack protection. 

At left: The door at the concentration camp Majdanek from which the USHMM made the replica which is now on 
display in Washington D.C.. 

At right, the real function of the door and thousands more like it is shown in a widely distributed German ad for 
bomb-shelter doors and window covers, military and civilian. http://wwwxodoh < com/ushmm < html 
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Left: USHMM replica displayed as "gas chamber" door. 
Right: German ad for bomb shelter doors , ( source ) 



